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UNCLASSIFIED 

PAGE 01 TOKYO 13421 270549Z 
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Message Text 


INFO OCT-01 EA-12 ISO-OO A-01 SY-05 OC-06 CCO-OO /025 W 

084665 270552Z /21/13 

R 260203Z JUL 78 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 9865 


UNCLAS TOKYO 13421 


CORRECTEDCOPY (TEXT) 

E.O. 11652: N/A 

TAGS: ABLD, ASEC, ACOM 

SUBJECT: PROPERTY NO. X01001 


THE EMBASSY IS CONSIDERING A PROPOSAL FOR INSTALLATION OF 
ANOTHER PNEUMATIC TUBE SYSTEM CONNECTING THE CCC AREA ON 
THE 10TH FLOOR TO ROOM 850 ON THE 8TH FLOOR. WE HAVE 
OBTAINED AN ESTIMATE FOR EQUIPMENT AND PARTIAL INSTALLATION 
FROM OHBAYASHI-GUMI, LTD AND NIPPON AIR SHOOTER CO. IN THE 
AMOUNT OF YEN 3,970,000 ($19,850 AT $1/200). THIS ESTIMATE 
INCLUDES INSTALLATION OF AIR COMPRESSOR, ELECTRICAL CON- 
NECTIONS AND PARTIAL INSTALLATION OF THE AIR SOURCE TUBE 
OUTSIDE THE CCC PERIMETER BUT NOT FOR ANY MODIFICATIONS 
OR INSTALLATION WITHIN. IT IS RECOMMENDED THAT THIS WORK 
BE ACCOMPLISHED BY SEABEES DUE TO SECURITY CONSIDERATIONS. 
THE EMBASSY REQUESTS $19,850 FOR THIS PROJECT. MANSFIELD 
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